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brownish reds which prevailed earlier. Blues, ranging
from ultramarine through a medium shade to a light one,
were also abundant. Yellow and green were selected for
the ornamentation of mouldings, where also gold was some-
times employed. Blacks and whites were used sparingly.
All of these colors were chiefly derived from earths and
minerals. In their application strong contrasts rather
than delicate gradations were preferred. Such contrasts
were shown not only in the large members, such as the
blue triglyphs which project clearly from the red or
white metopes, but in almost every ornamental detail.
A few colors only, usually two or three, were employed
with rhythmical sequence. The color was applied in flat
masses, and only in exceptional cases and at a late period
was an attempt made to produce the effect of relief by
means of shadows.1 Color harmonies and the subor-
dination of tones were not carried very far, but the colors
employed in the archaic period harmonized well with
the dark red tiles of the roofs ; while the brighter colors
of the classic period made brilliant contrasts on the white
marble buildings.

Decoration by painting was preferred for Doric, decora-
tion by sculpture for Ionic, architecture. This was
especially true in the case of mouldings, where the Doric
were shaped into the desired form and received in addition
a painted ornament, while the Ionic were seldom left
without some kind of carved decoration. Not only
mouldings, but also columns, with their bases, shafts, capi-
tals, as well as entablatures with their epistyles, friezes,
cornices and roofs with their simae, antefixes and acroteria,
were decorated with sculptured ornament. In the early

1 Olympia, II, 185, Taf. 118,4.